AMENDMENT NO. 1 JULY 2020 


TO 


IS 16112 : 2013 BETA PICOLINE — 
SPECIFICATION 


[Page 1, Table 1, col 3, SI No. iv)] — Substitute ‘0.4’ for ‘0.6’. 
[Page 1, Table 1, col 3, SI No. v)| — Substitute ‘0.4’ for ‘0.2’. 
[Page 1, clause 2, IS 4905] — Substitute following for the existing: 


IS No. Title 


4905 : 2015/ Random sampling and randomization procedures (first 
ISO 24153 : 2009 revision) 


(PCD 09) 
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